Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Text 

CONFIDENTIAL 

PAGE 01 STATE 059463 
ORIGIN SY-05 

INEO OCT-OI ISO-00 /006 R 

DRAETED BY A/SY/OPS/T:L JACKSONJW 
APPROVED BY A/SY/OPS/T:M H MUSSER 
A/SY/OPS/T - C PELCZYNSKI 
DESIRED DISTRIBUTION 
SY/OPS/EO 

022432 082242Z/66 

R08I933ZMAR 78 
EM SECSTATE WASHDC 
TO AMCONSUL ERANKEURT 
INEO AMEMBASSY BRUSSELS 
AMEMBASSY BONN 

CONEIDENTIAL STATE 059463 

E.O. 1 1652: GDS 

TAGS: ASEC 

SUBJECT: A/C HEATER UNIT (ACR) 

ERANKEURT EOR OIC/RTC AND RSS; BRUSSELS AND BONN EOR RSO; 

FROM SY/OPS/T 

REF: (A) OIC/RTC MEMO DTD 12/16/77, (B) OIC/RTC MEMO DTD 
2/3/78 

1 . AIR CONDITIONER HEATER UNIT REQUESTED REFERENCE (A) 

WAS ORDERED I I/2I/77. THE MANUFACTURER WAS CONTACTED 

6 MARCH; UNEORTUNATELY, STATUS OF PURCHASE ORDER IS STILL 
UNKNOWN. WILL ADVISE WHEN KNOWN. 

2. AIR CONDITIONER HEATER UNIT REQUESTED REFERENCE (B) IS 

NO LONGER IN PRODUCTION. HOWEVER, MANUEACTURER HAS AGREED 
CONEIDENTIAL 

CONEIDENTIAL 

PAGE 02 STATE 059463 

TO RETOOL AND SUPPLY UNIT WITHIN TEN TO TWELVE WEEKS 
EOLLOWING RECEIPT OP PURCHASE ORDER. PURCHASE ORDER IS 
BEING WRITTEN. VANCE 
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